The floor of Yosemite Valley ranges from a mile 
wide at its widest to eight miles long, and is a 
level meadowland and through its midst winds 
the Merced River. This view shows, El Capitan, 
Bridal Veil Falls, the Three Graces, and Cloud's 
Rest in the distance. 
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